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(MAC) Display 








Fully compatible with Apple’s Macintosh II 

computer when equipped with a high resolution 

color card (Apple part * M0211 or equivalent) 

Resolution of 640x480 in up to 256 colors from a 

pallet of more than 16 million with the expansion 

kit (Apple part * M0213) installed 

14" (13" viewable) polished dark glass CRT 

Super fine 0.29mm dot trio design 

35kHz horizontal scan rate 

66.7Hz vertical refresh rate 

Convenient tilt/swivel base included 
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9CM080 MAC Color Display 


Macintosh D® Compatible • This display is compatible with the 
Apple Macintosh II computer when it is equipped with a high 
resolution color card (Apple part # M0211) 

Analog Input • The analog input allows you to display the more 
than 16 million colors that are possible when using the Macintosh 
II video card and expansion kit. 

35kHz Horizontal Scanning Rate • This high horizontal 
scanning rate produces an exceptionally legible image. The 
horizontal scan lines are not visible. 

66.7Hz Vertical Refresh Rate • Due to the increased vertical 
refresh rate, the image is flicker-free and rock-solid. 

Easy Access Front Controls • Brightness and contrast controls 
are easily accessed from the front. A horizontal position and a 
vertical position control enable you to position your display in the 
exact center. 

Personal Preference Rear Controls • Separate horizontal size 
and vertical size controls are provided on the rear to give you the 
freedom to adjust the size of the displayed image to suit your 
personal preference. 


Interface Cable Supplied • A cable is supplied for quick and 
easy connection to your Apple Macintosh II® computer’s video 
card. 

Convenient Tilt/Swivel Base Included • For the maximum in 
user convenience, a tilt/swivel base is included with each 
Magnavox Analog Color display. 

SPECIFICATIONS: 

CRT: 14-inch (13v) diagonal, .29 dot pitch CRT 
Image Size: 240mmx 180mm (nominal) 

Bandwidth: 26 MHz 
Horizontal Frequency: 35kHz 
Vertical Frequency: 66.7Hz 
Power Consumption: 85 watts 
Power Supply: 120V AC ±10% 60 Hz 
Size: 356mm W x 325mm H x 407mm D 
14"W x 12.7"H x 16"D (approximate) 

Weight: 11.5 kg - 25.7 lbs. 


Apple Macintosh II® is a registered trademark of Apple Computer, Inc. 

Philips Consumer Electronics Company 
A Division of North American Philips Corporation 


Form No. SS-88-0196 


All specifications subject to change without notice. 


Printed in U.S.A. 



